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Th® att&c hod. table gives a survey of tne boiler orders for the UbSil placed 
at thk VEB EKk’s Damp fk<3 sselbau Hohenthurm, ?iasch;Wn- und Dampfk«ss«ibau 
Ger.4, &nd Dampfkessalbau Dr« sden-Uobigau , Th® procction figures allegedly 
stem from the plants 1 production reports e 
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-‘lant 

IKL Lasohinsn^ u 0 
vssselbau Gara 


SK&: Dampfkessal- 
>au Hohenthurm 


IK4 Campficessol- 
;>au Dresdcn-Uabigau 


jsvast 
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(plan positions 23 / 24 / 1 ], ooiler and thick plate) 
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S±Z9 

Double-flue 

Boilers 

number 

Plate 

Requirements 

Delivery 

Planned 

from 

Delivered 
by 5 July 
1952 

100 square 
m®tars 

40 

845 metric tons 

East Germany 

- 

Quota assigned in Uarch 

845 metric tons 



100 square 
meters . 

50 

1032 metric tons 

East Germany 

- 


Produced 

Allocated Quotas in Third Quarter Through 29 


Plant 

Third Quarter 

Fourth ''barter 

(and October) 

t'ovjsmher ... 

Kirch- 

20 metric ton3 

10 metric tout* 

about 20 metric tuns 


mceser 

Ilsan- 

burg 

100 metric tons 

150 metric tons 

about 85 metric tons 

about 46 
metric tot 

Imports 

400 metric tons 
520 metric tons 

100 metric tons 
260 metric tons 



Kirch- 

16 metric tons 

_ 

about 16 metric tons 


moeser 

11 s am- 

100 metric tons 150 metric tons 

about!5Q metric tons 

- 

burg 

Imports 

450 metric tons 
566 metric tons 

100 metric tons 
250 metric tons 


about 
metric tbs 


,/aot« assigned in January 153 metric tons 


iuote assigned in April 
iuota assigned in July 
Total about 


60 square 
meters 


150 


232 metric tons 
650 metric tons 
IQ 32 metric tons 


50 metric tons 10 metric tons about- 50 metric tons 


2191 metric tons i£ast Germany 415 metric Kirch- 

tons mosssr 

llssn- 600 metric tons 700 metric tons about 313 metric tons 
burg 

Imports 1200 matris tons ?6 metric tons 
1850 metric tons 786 metric tons 


100 square 
meters 


100 2083 metric tons liast Germany 


Ships boilers 

sundry 85 1051 metric tons Imports 543 metric (schedules for the import of plate were about 508 metric tons 

tons set as follows : 335 metric tons in the 
first quarter, 420 metric tons in the 
second quarter, 235 metric tons in the 
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lant 31ze 

KC. Dampfkessel- 
au Dr© sde n-Ue bi~au 


Double-flue 

Boilers 

(number) 


driCiial f 

Approved For Release 2002/07/15 : CIA-RDP80-00810A001500860003-8 
- 3 • ‘ 


Plate 

Delivery 

Planned 

Delivered 
by 5 July 


Allocated Quotas 

Produced 

in Third Quarter 

Through 29 

Requirements 

from 


Elasfr. 

Third uarter Fourth 

uarter (and October) 

iiov ember 


(for flan ;ing parts) ICO metric tons 

5430 metric tons 


about 7C metric tons 




- remainder from 1951 
Double-flue boilers 

80 square 28 
meters 

Quota, assigned. In 
December 1951 
January 1952 
February 1952 
July 1952 

Total 


420 trie tons 
5850 metric tons 


540 metric tori3 
1952 metric tons 
77 metric tons 
3281 metric tons 
5850 metric tons 
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